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Workmen, by adopting a happy medium in 
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GLE CAR- 
ever 


‘Ot Cotumbus, Ohio,, 


li work is guaranteed to be 
‘efass in every particular. 


or a 


a. buggy . cheap 
ge, or are in need of a | 
1, calland examine my stock. 
must pad _— and I venture 
that you wil 


Save at Least oF per cenit 


By trading with me. 


I also carry a large stock of IRON AXLES 
and HARDWOOD in endless variety, and do 


A General Blacksmithing Business. 
Shop Cor, 4th and Sierra Sts., 


RENO, NEVADA. 


Give me a ca’! and be convinced. 


mchoe WW. J. LUKE. 


Go to 
Ss; 3s Hodgkinson’s 
Drug Store 
For 
Fresh Garden Seeds. 
Virginia Street, 
Reno. 


PALACE RESTAURANT, 


ths PALACE HOTEL, RENO, NEV. 


J. GODFREY, Proprietor. 
MEALS AT ALL HOURS 


DAY OR NIGHT. 


OYSTERS IN EVERY STYLE. 


4a The blic can rest assured that’ the 
Palace urant will be wre in a 
first-class manner. 


OR MEN ONLY! 


RSich 58 6 ‘ i” 
. + my. LITY; 


The Best and Most Satisfactory 
Job Work at the GiZETTE office. 


‘patterns. 


NOVELTIES | IN RINGS. 


What Is Fashionable ble Nowadays in Golden . 
Circlets of High Price. 

‘ Rings,” said a Maiden lane jeweler to a. 
Mail aud. Xzoress reporter recently, “ do 
not change materially in style at this sea- 
son of the year. The new designs come in 
about midsummer.” 

‘The United’ States in general, and New 
York City in particular, is specially noted 
forthe ‘éxcellent quality of rings now 
manufactured. This high position has only 


study. The jewelry manufactured in 
France is -light, neat and pretty, but the 
fact that Parisian jewelerg.are required by 


law to make nothing less than eighteen 


carats fine is responsible for the flimsiness 
of the work turned out. The English 
jeweler, on the other hand, works in a 
fashion diametrically opposite to that of his 
French brother, using the heavy, bulky 
The more gold is utilized the 
‘more favor it finds in the sight of the En- 
ic. The New York maker has 
the faults, if faults they may 
of both the English and French 


Manufacturing rings in such a manner s0 
as not to e use of such a large quantity 
of gold, ahd by so doing he is enabled to 
give the stene with which the ring is gar- 
nished a fine setting, thereby making it, in- 
stead of thé metal, the principal object to 
be degired», The manufacturer who uses 
only a sufficient quantity of gold, enough to 
secure the safety of the stone, finds his 
goods More in demand than those who 
adopt either French or English fashion. 

The styles of rings have changed wonder- 
fully during the last few years. Formerly 
corals, cameos and garnets found favor with 
the fair séx, but nowadays diamonds are 
the most popular stones with fashionable 
people. Many rings are made of a combina- 
tion of rubies and diamonds, while tur- 
quois and opal are in general use. Opal was 
considered up toa few years ago a sign of 
ili-omen, exeept for persons born during the 
month of October; but a reaction has set in, 
and itis steadily gainingin favor. The de- 
signs worn now are often original with the 
wearer, aod any one can have a ring manu- 
factured, n0 matter how peculiar or intricate 
the design, providing he is willing to pay for 
his originality, which often comes high. 

The most popular ring for gentlemen is 
the iiiitial, the top of which is usually made 
of black onyx, the letter being fastened se- 

to it, and is oftentimes studded with 
rosé diamonds. These rings are now made 
as cheaply as the ordinary cameo, and have 
altogether taken the place of that once fash- 
ionable stone. Ladies’ low-priced rings are 
generally combinations of garnets and 
pearls, turquois and rose diamonds, all pret- 
tily shaded. Moonstone, now coming into 
prominence, is a higher-priced article. The 
United States uses five-eighths of the dia- 
mond product of the world. The best 
stones and the most artistic lapidary work 
are in constant demand, no other de- 
scription finding a sale, Sapphireis already 
fashionable, and promises not to decrease 
in public favor. There are pink, yellow, 
green, as well as bine sapphires, each of 
which has its admirers, arid all of which are 
gaining in popularity. 


PREHISTORIC MINERS 


Peet wee < 
Reliable Traces of an Ancient Race Found 
in North Carolina. 


In the mica mines in the western part of 


this State, notably in Mitchell County, there 


are from time to time found traces of a peo- 
ple who antedate the Indians, and who were 
apparently highly civilized, says a letter 
from Raleigh, N. C. There have not been 
lacking those who believe that the Span- 
iards under Cortez visited this section and 
worked these mines. Gentlemen who are 
veracious and well informed tell me that 
spurs, lance-heads and even a part of a 
helmet have been found in these mines 
when the latter were reopened. The search 
for mica is very thorough, this State being 
the chief producer of itand yielding the 
finest in the world. The theory about the 
discovery of mica and the opening of these 
mines by Spaniards has opponents, who 
have many grounds for t heir belief. 

A discovery just made at Cronly, not far 
from Wilmington, tends to prove a state of 
something like civilization ages ago. In 
making an excavation for the walls of a 
factory workmen struck a wall, carefully 
built and of a well-burned brick. Portions 
of it are many feet below the present 
ground-level. Luckily the excavation was 
made byamanof weailthand loveof re- 
search. He has had the wall exposed. It is one 
hundred by sixty feet, laid in a fashion un- 
known in this part of the country, and dif- 
fering from that of buildings over a century 
and a half old, at Wilmington. It may be 
assumed as a fact that it was not the work 
of white men of this race, and not the work 
of Indians. In 1780 a similar wall was dis- 
covered in Rowan County, near Salisbury, 
and the records of that date give full ac- 
counts ofit. Parts of this wall yet remain, 
and it can be traced for hundreds of feet. 
Not far away a wall of stone was also dis- 
covered, and this extended for a distance of 
some miles. In 1867 a wall was discovered, in 
Halifax County, near Weldon, and last year 
one was found in Buncombe County, near 
Asheville. All of these walls are under- 
ground. The foundation of the Hope mills, 
near the old town of Fayetteville, were laid 
mainly with sandstone which once formed 
part of what were known as the “Indian 
walls,’’ a massive structure laid in a sort of 
cement. The “Indian walls’’ were there 
when Flora McDonald came to Fayetteville 
after “the 45.” | 

There are people who believe that a race 
which had many of the characteristics of 
that strange people who once inhabited 
Yucatan dweit here also and built these 
structures whose foundations yet remain. 
The discovery at Cronly has caused a great 
deal of comment. _: : 
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NOW TAKE 
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| been’ obtained -by- diligent research and | 
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SOUTHERN i SLAVE MARTS. 


How Negroes Were Bought and Sold at | 


Nashville, Tenn. 


The demolition of the buildings on the” 


corner of Cedar apd Cherry streets oblit- 
erates one of the most historic buildings in 
this city, writes a Chicago TZimes corres- 
pondent from Nashville, Tenn. It was an 
old landmark with which was interwoven 
an important part in the early history of 
Nashville.. Parts of. the buildings were 

used successively as a family residence, as 
a police station, as aslave market, news- 
paper office, saloon, lawyers’ office, pool and 
auction room, and for other commercial pur- 
poses. The building was erected by Dr, 
Hadley as a residence about 1885, and was 
esteemed one of.the noted residences in the 
city. Dr. Hadley occupied it as a residence 
for a number of years, or up to 1845. At 


that time it was abandoned as a residence 


and was occupied by the Union as a news- 
paper office, and that paper was published 
there during two Presidential campaigns. 
It was on the street. in front of this butld- 
ing that the encounter, which was in reality 
# private duel, beween. General Felix Zolh- 
coffer and J. W. Marling occurred. These 
were stirring times in Nashville, and it took 
a great deal of gall to stand up in front ofa 
man and call him names. 

In 1852 the rear of the building was fitted 
up as a slave market. The slave pen was 
of brick, two stories in height, and the 
windows were heavily grated. The floors 
extended under the bricks in the wail to 
prevent the possibility of escape by tearing 
up the floor. There was an outside court 
about forty feet square, the pen being .0- 
cated in the middle. The style of the firm 
running this slave market was Dabbs, 
Porter & Co. The individual members of 
the firm were Joe Dabbs, Reese W. Porter 
and H. H. Haines. George W. Hitchings, 
who was a son-in-law of Jesse Johnson, was 
afterward connected with the firm. Of 
these Haines and Dabbs long since joined 
the silent majority. George W. Hitchings 
died in Texas a number of years ago, and 
Reese Porter, the only one of the quartette 
who is alive, is now in Texas. 

Many wealthy planters from all parts of 
the South were in the habit of coming to 
this market and buying fancy slaves at 
fancy prices. The highest-priced slaves 
were quadroon girls. A wealthy Wouisiana 
planter, who still has relatives of the same 
name living near Nashville, at one time 
came here and bought five good-looking girls, 
taking them to his plantation near New Or- 
leans. With these a clean bill of sale was 
required, a medical examination being had 
in each case. 

The auctions were usually private. True, 
the services of an auctioneer were required 
and the slaves were knocked down to the 
highest bidder, but the figures were gen- 
erally agreed upon before the auctioneer 
mounted the block. The mart would hold 
about fifty slaves, but the average number 
on hand was about twenty-five. 

Robert F. Lyles, who was connected with 
the martasa trader, committed suicide by 
shooting himself on a Mississeppi river 
steamer in the year 1856 or 1857. He had 
delivered a number of slaves in Louisiana 
and was on his way home when the rash 
act occurred. The cause of his action was 
never ascertained. 

One night in 1857 three slaves cut their 
way through the brick walls to where the 
Freedman’s bank building now stands and 
escaped. Two were recaptured, ‘ut one 
made his way beyond Mason and Dixon’s 
line to safety. 

A slave named Lem committed suicide in 
the yard about the same time. He was 
brought here to be sold, and sorrow at leav- 
ing his old master caused thedeed. He got 
hold of a pistolin some way, and the shot 
which brought him freedom was fired with 
unerring aim. 

While confined in the slave market the 
slaves were generally well treated. Those 
who were known to be desperate were 
handcuffed, but the majority of men did not 
require such measures. The women never 
had to be punished. Porter’s family lived 
in the front dwelling, and the women were 
let loose in the house as house-maids. 
There was little restriction placed on them, 
and they wentinto the street at leisure. A 
girl from eighteen to twenty-five years of 
age would bring from $1,500 to $1,800. One 
brought $2,200, as there was sharp compe- 
tition for her ownership. 

On one occasion a family of eight was 
sold at sheriff's sale, knowing well they 
would be ggattered the next day. Black- 
smiths, or those who were skilled laborers, 
generally brought better prices than those 
who knew no trade. 

Haines withdrew from the firm some 
three or four years before the outbreak of 
the war and started a mart on his own hook 
in the building opposite the Colonnade on 
Cherry street. This mart was in operation 
at the outbreak of the war. 

During the years 1858, ’59 and ’60 a slave 
mart was run on Market street. The pro- 
prietor, a man named Webb, is still living 
near Nashville. This mart was on a larger 
scale than the Cherry streetone. The man- 
ner of sale at both marts was as follows: 
The slaves were drawn upin line, when the 
planter, trader or contractor who desired to 
purchase would examine them thoroughly 
and discuss their respective qualities. With 
the traders it was a matter of speculation, 
and they would frequently take a large 
number South at one time and dispose of 
them to Southern planters. The wealthy 


Southern gentleman counted his slaves by | 


the hundreds, and nearly all the most famil- 
iar names in Davidson County were slave- 
owners. There were more female slaves 
than males, and, strange as it’ may appear, 
more blacks than whites. It is estimated 
that there were ten thousand slaves in the 
vicinity of Nashville at that time. 

In the early days of Nashville many ad- 
vertisements concerning slaves appeared in 
the daily press. When a slave was wanted 
it was as common to advertise the want as 
now to rent a house by the same means. 

One notice headed “ Hard Times’ stated 
that the advertiser desired to sell sixty 
head of horses, ten fat steers and three 
likely negro boys. 

Another warns all persons from trading 
for a “note-of-hand for $800 given for a 
slave, for which I am sued, and mean not to 
pay said note unless compelled by law.” 

The Husband’s Home Duty. -—., 

According to our ideas on such subjects 
it is just.as much the husband’s business 
‘to make home the brightest and most al- 
luring haven of rest and peace upon all the 
earth ”,as itis.the wife’s.. The idea thata 
mother, who has “worked and 1 wor- 
ried to death” 

of a household, perha 

sick child to nurse, and in feeble 


MISCELLANEOUS. 


FIFTY CENTS PER WEEK. 


MISCELLANEOUS. 


OWDER 


| Absolutely Pure. 


This powder never varies. A marve } 
puiity. strength and wholesomeness Mure 
ecoLom ical than the ordinary kind, and 


titude oflowest, short weight ,alum or phos- 
hate peweste. Sold only in cans. ROYAL 


AKING POWDER CO., 106 Wall street, 
Hew York. aul ly 


Satis = OREGON 


Kipmey TEA 


RINARYS°KIDNEY TROUBLES 


AN ELEGANT 
rea ETIZER. - 
CURES INDIGES TI ON. 


ns 


D UTARD, ee ciFIC 


FOR ALL SKIN Boies 
«ve SU ICINE co 


2 hy Go 
pela by’ Wm. Pinniger. 


1/423. * 


RICHARD HERZ, 


.. Headquarters for Fine.... 


Watches, 
Diamonds, 
Jewelry. | 


7 


ies Ae s* 
2 Ay a ME a> 


LARGEST STOCK! 
IS39'dd -LSSMO71 


THE ONLY HOUSE IN RENO which 


makes a specialty of 


ENGRAVING, 
DIAMOND SETTING, 
FINE WATCH REPAIRING. 


Over 13,000 Watches Repaired in Nevada. 
VIRGINIA 87 


C. NOVACOVICH. 


BERRY & NOVACOVICH, 


DEALERS IN 


FANCY GROCERIES 


Green and Dried Fruits, Vegeta- 
ables, Hardware, Crockery, 
Wines, Liquors, To- 
bacco and Cigars. 


H, J. BERRY. 


LL THE NOVELTIES IN FANCY 

Groceries. No need to send away for 

choice goods. Cash trade solicited and satis- 
taction guaranteed. ocitf 


CONNERS’ EASTERN ADDITION 


TO RENO. 


meee, Over 200 Choices Lots 


For Sale at Reasonable Rates 


On the thoroughfare in the most desirable 
portion of Reno, opposite the Reduction 
Works and jrunning up to] the business cen- 
ter of the town. 


my15*rm STEPHEN CONNER. 


A. AITKIN, 
Marble and Granite Works, 


BET. FOURTH AND FIFTH 
streets, 


SACRAMENTO. 


Monuments, Tomb and Grave 
Stones. 


Direct importers of Scotch Granite Monu- 
ments. 


ures, at 
ap25m3 


Mantels di 
prices. 


man 


| Wonderful! — Wonderfal! 


| Inquire of 


et 


| Tremont House. j.c 


fied! not to buy same. 


cannot be sold in competition with the mul- 


ALSO p vensiry Slate, Wooden and Iron 


f@™ All classes of legitimate aa 
vertisements, not exceeding six lines, 


| inserted in this column for fifty cents 
_ perv week. 


Mules for Sale. 
SPAN OF GOOD MULES, 5 FIVE 
years old, well broken, for sale cheap, 
ABRAHAM BROS. 
jes5-1w 


Situation Wanted, 
MAN AND WIFE DESIRE EMPLOY- 
ment. The wifeto do housework and 
the man to do general work. Inquire at 
Cc. MARK. 
je4*Iw 


House and Lots for Sale, 
N THE CORNER OF SIXTH AND 
Stevenson streets. sot of 
jeq*iw . SIMMONS, 


Writing School. 
HE SECOND TERM OF PROF. BUCK’S 
writing school will begin Thursday 
pore f June 6, at High School Building, at 
8 o’cl Allwho wish to acquire a g 
hand-writidg, should uot fail to go. jeq*wit 


Bids Wanted. 
HARI, EY FRISCH IS READY TO RE- 
cieve bids for clearing off the brick walls 
from the Pyramid House lot. Either for the 
job ina lump or by the thousand. Sesled 
bids rec’d until Saturday evening. 6—3W! 


( 


Payment Stopped 
N A NOTE OF $300 IN FAVOR OF J. L. 
Stevenson, and parties are hereby noti- 
AS. SULLIVAN, 
(6-3%2w] 


ie 


HE ABSTRACT OF THE NORTH- 
western Masonic Aid Association is re- 
ceived and is payable at the office.of BE. 
Hunter on or before the 20th instant. 
Please bring notices when making payinents. 
je3*iw B. E. HUNTER. 


For Rent. 
HE STOREROOM IMMEDIATELY 
north of John Sunderland's is offered for 


rent. Inquire of 
ALFRED NELSON. 


_jer*iw 
Lost at the Fire. 

A BEDSPREAD{SOF CLOTHES AND A 

cigar box of jewelry, consisting of a gold 
pencil case, 3 breastpins and gold watchchain, 
also small mahogany box containiag two 
earrings. Leave at this office and receive re- 
ward. [5-31*%1w}] LUTHER GRAHAM. 


. For Sale, 
N THE WESTERN ADDITION, A ONE- 
i story frame dwelling, lot 50x140; 1 inch of 
water with property; horse, buggy and har- 
ness, one cow and househoid furniture. In- 
quire at this office. my29tf 


Wanted, 
GIRL TO DO HOUSEWORK. 


quire at once of 
F. LEVY BROS. 


my 2ow! 
For Sale. 

OTEL CONTAINING 22 FURNISHED 

bedrooms, 2 sitting rooms, kitchen and 

dining room, 2 parlors and barroom Pos- 

session given immediately. Good location. 
Price, $10,000, halfcash. Apply to 

_my23*2w Cc. S. MARTIN, Real | Est. Agt. 


For Sale. 
LARGE 12-ROOM, 1% STORY, HARD- 
finished and completely furnished 
house, with stable, well water, fruit and 
shadetrees. Commercial Row. Price, $4,000, 
halfcash. Apply to Cc. 5. MARTIN, 
my23*2w Real Estate Agent. 


The Palace Bakery 
AS FITTED UP THE FINEST ICE 
cream parlor in the State, and we shall 
be aeeeeeee to receive all our old customers as 
lasthe new. Our reputation is well es- 
tablished and needs no furthet mention. 
myz2itf 


‘Notice to Hunters and 
MSHERMEN.—ON ACCOUNT OF HAV- 
ing my fences and distributing boxes 
broken up to bui'd wharves fir fishermen 
and hunters, I hereafter forbid their trespass- 
ing on m grounds without permission from 
me. \ achastil JOHN BOYNTON, 


IN- 


Por Sale. 
We Gece, WEIGHTS . ALWAYS 
hand and for sale at the 
UNION IRON WORKS. 


For Sale. 
EN DESIRABLE TOWN LOTS, 80x250, 
with water sufficient for irrigation; 
fronting on East Mill street. Price, $200 per lot. 
Apply to [mech4tt] R. H. LINDSAY. 


ON 


mehiitf 


Wood Sawing. 
AM PREPARED TO SAW AND SPLIT 
Wood by the job at reasonable rates. 
Leave orders at Folsom & Wells’. 
oc18tf W. H. HANNA. 


Brookins’ Steam Candy Factory. 
HE FIRST CANDY FACTORY IN 
Reno. Fresh candy every hour. Call and 
get prices of small quantities or by the barrel. 
Wholesale prices same as San Franciscu. 
jargtf Cc. J. BROOKINS. 


UNION SALOON. 


Corner 2d and Virginia Streets, 


RENO, NEVADA: 


CHASE & CHURICH, Proprietors. 


V E MAKE A SPECIALTY OF JESSE 

Moore and A. A. Whiskies. For Med- 
icinal Purposes these celebrated brands have 
no equal. Our bar is always supplied with 
the choicest brands of Liquors, Wines and 
Cigars. All the latest pub ications on file 
Fine Billiard and or attached. 


RENO MILL AND LUMBER CO. 


C. Gulling, President: W. W. S. Bender, Vice- 
President; Wm. Henry, Secreta tary; 
First Nat. Bank, Treasurer. 


FFICE—CORNER THIRD AND RAL- 
ston streets, Reno, Nevada. 


The company incorporated March 12, 188, 
and is prepared to fill all orders for building 
material. 


Latest style of Eastlake doors and finish. 
We also Co turning and scroll sawing, and 
manufacture doors, windows, blinds, etc. 


also manufacture all kinds of common 
lear lumber. 


Give us a call. api3tf 


BAKER & HAMILTON, 


SACRAMBEIITO, 


Importers and manufacturers of 


Agricultural Machines 
Implements, Ete., Ete. 


HARDWARE, 


IRON, STEEL, 


———AGENTS FOR—— 
Tiger Mowers, Bain Wagons, 
Tiger and, « llingsworth Rakes, Benicia Headers, 
Eureka Gang Plows, Pitts’ Threshers, 


Hydraulic Presses, 


Buckeye Mowers, 


—— 


CIOER 
MILLS 

SINGLE 
PLOWS, 


Cultivators, 


HARROWS. 


BUGGIES, 
CARRIAGES 
CARTS, 
SPRING 


WAGON 


ap25d& wtf 


Why Pay House Rent, 


When by taking stock in the 


PACIFIC : LAND : AND : LOAN : COMPANY. 


OF SAN FRANCISCO, 


YOU CAN HAVr YOUR OWN HOME 


By a Monthly Py ment less thn House Rent, 


On a plan superior to all building and loan associations and 
amuch lesscost. For partiulars, see 


ALLIEN TF. BiRD, 
General Agent for Nevada and Arizona, at Arcade Hotel, Reno. 
AGENTS WANTED. 

BANKING AND INSURANCE. 


ee re eee 


my ‘Om! 


G BOHTAYL QO, 


G.. Fy BENDER. 
Asst. Cashi 


GEO. W. MAPES, 
Cashier, 


D. A. BENDER, 
Vice-President. 


President. 


wines NAPLONAL, 


RENQ, -: -- NEVADA, 
Cash Capital, $200,000. Surplus and Undivided Profits ,$77,45, 


- A General Banking Business Transacted. 


Prompt attention given to all business entrusted to our care. 
and domestic exchange bought and sold. 


‘PRINCIPAL CORRESPONDENTS: 


BANK OF CALIFORNIA, San Francisco. NAT. BANK D. O. MILLS & CO., Sacramento 
AM. EXCHANGE NAT. BANK, New York. CONTINENTAL NAT. BANK, Chicago, ill, 
BROWN, SHIPLEY & CO., London. BANCA GENERALE, Getioa, Ttaly. 


DIRECTORS: 
A. H. MANNING, 


it 3 BENDER. 


Foreigu 


W. O. H. MARTIN, GEO. W. MAPK 


D. A. BENDER, 


THE BANK OF NEVADA, 


BNO, NEVADA 
Capital Stock F Fully Subscribed, $300,000 


Will buy and sell exchange on San Feanilndo Yow York, Londe 
and the principal Kastern and European cities. 
OFFICERS : 


M. D. FOLEY, President. M. MEYER. Cash er. 
M. E. WARD, Vice-President. R. S, OSBORN, Assistant Cashier. 


BOARD OF DIRECTORS : 
DANIEL MEYER, of San Francisco. M. D. Peay, of Eureka, 
CRORE CM RUPERLE, of Elko. 

M. KE. WARD, J. N. EVANS, Cc: C. POWNING, L. ABRAHAMS, _of Reno. 


STOCKHOLDERS : 
wn, lL. Brown, of San Francisco; Russell & B 
i Winters of Euteka; 
nters, of Washoe Valley; R. 
ry Cy Pownin N. Evans, A. Benson, B 
W. H. ag agen Oy 


L. Levy, . Ward, R. S. Osburn, 
en Ww. cee, A E. Cohn, T. V. Jiilien, L. cy. Flint, J. A. Mitchell, a 


Will transact a general Banking Business. Mining and other stoc 
ought and sold on commission. Agents for several first-class In- 


bancCo a es. 


nent ee 5 - 


1. OO erase FOR ANY CASE 

rivate disease, Sperma- 

tSrrhea, Nervous de weet , Rheumatism, Syph- 
iis, Scrofula, etc., 


DR. RICHAU’S GOLDEN REMEDIES 


FAIL TO CURE. 


No mercury, no restriction of diet. Circu- 
sare sent. Corr ence answered ag 27 
os Address DR. D. B. Che, No. 
atick street, New York. Mag Fangs 


Lots for Sale. 


j 00 OR MORK ELIGIBLE BUILDING 


Lots 
eo of the Truckee river, there 
od of ne of Enquire of 
THOS. EH. HAYDON, 


nov a3tf 


Read the GAZETTE’S 


RATES OF ADVERTISING. 


« square for one month 
‘one square for one month 


above rates include both legal and 
work. 


Daily, 
The 7 


Wednesday.... ....:.....June 5, 1889 


§ OCLOCK EDITION 


The Philadelphia Press contains 
the following : 

Lobbyists in the interests of monopoly out 
in Illinois appear to have found it easier to 
kill an anti-trust bill in the State Senate than 
in the Lower House of the Legislature. This 
harmonizes with experience in the Eastern 
States. The price of legislators out West, 
too, seems to correspond quite closely with 
the customary figures hereabouts, for, accord- 
ing to common fame, it took $50,000 to fix the 
Illinois Senate so that the anti-trust bill, 
which had passed the House almost without 
opposition, might be permitted to rest quietly 
in obscurity with uo one toask ugly ques- 
tions. 

So it seems that there are other 
States besides Nevada thut the 
appellation of “rotten borough” 
can be applied to with greater 
force than poor little Nevada. 
This State has been the butt of 

\nfore insulting comment by the 
Eastern press than any other in 
the Union. We maintain that in 
point of honor it will stand a com- 
parison with New York, with its 
Boss Tweed, or with that of any 
other large State, and we think it 
about time for the press of the 
East to cease its slurs, and instead 
ot assisting in pulling the founda- 
tion from under us tc build it up. 

Mr. Fitch said in his oration the 
other day that in answer to a 
question some years ago as to 
what the population of Nevada 
was he replied that “it was sufii- 
cient in number to give over half 
a million dollars to the sanitary 
fund.” Nevada never has been 
behind in anything. She poured 
millions into the lap of the nation 
in the time of war,and has ever 
since contributed largly to the 
support of the nation, say nothing 
about her contributions in the way 
of immense palace hotels, big brick 
blocks and brown stone fronts ip 
San Francisco, New York and 
Paris. 

Nevada has been milked nearly 
dry by men who spent their money 
elsewhere, and for all these years 
—ever since she became a State— 
she has been subjected to a drain 
that would have utterly bank- 
rupted any other community on 
the face of the earth, but thank 
God that day is fast going down 
in history. In the years to come 
Nevada will hold up her head, run 
her own politics and not listen to 
the shylocks who spend every dol- 

lar they make in beautifying other 
States and countries, to the detri- 
ment of poor little Nevada. The 
day is fast appreaching when our 
people are going to assert their 
rights, and don’t let it slip the 
minds of those who have done the 
milking all these years. 
jn 


A BASEBALL club which went 
out of business last year has just 
divided $54,000 among its stock- 
holders in the shape of a dividend 
of 270 per cent. This money was 
obtained mainly by the sale of 
_playera held by the “ reserve ” rule 
in force among the various organ- 
izations of professional clubs, a de- 
vice which enables a few directors 


New Orders in the U. §. 


EXECUTION OF A  KIDNAPER. 


of matter collected, and the number of 


ation of the question of the evacuation 
cording as we are treating with Egypt 


eccupied by the British forces, or as 
completely independent. . 


Special to the GazETTE. } 
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Land Office. 


More Particulars of the Johns- 
town Calamity. 


DONOVAN WINS THE DERBY | 


ree 


American Woolgiowers Want 
an Extra Session of 
Congress. 


[ASSOCIATED PRESS DISPATCHES TO THE 


GAZETTE. | 


Washingten News. 

Wasutineton, June 5.—Acting Land 
Commissioner Stone has issued an 
order that no more cases be sent to the 
Board of Review for examination prior 
to being sent to the Patent Office, and 
that the 17,000 cases now pendiny be- 
fore that Board be examined and dis- 
posed of as rapidly as possible. This 
action is taken with a view to abolish- 
ing the Board at the earliest possible 


date. The Acting Commissioner is 
also considering the advisability of 
abolishing the contest division in the 
General Land Office as unnecessary 
and a hindrance to the prompt trans- 
action of public business. The Board 
of Review and Division of Contest was 
created by Executive order during 
Commissioner Sharp’s administration 
of the General Land Office. 

An attorney of this city recently 
wrote to the Secretary of the Treasury 
in behalf of the Catholic University of 
America, located in the District of 
Columbia, saying the University de- 
sired to have the services of several 
learned European professors for the 
divinity department of the University, 
and inquiring further if the imuigra- 
tion of such persons would be regarded 
by the department as a violation of the 
terms of the alien contract labor law. 
The Solicitor of the Treasury has given 
an opinion that the immigration of 
foreign professors under any contract, 
expressed or implied, would be clearly 
~ gaa of the alien contract labor 
aw. 


— 
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Postal Statistics Wanted. 
WasnHineton, June 5.—Postniaster- 
General Wanamaker sent a circular 
letter to the Postmasters of 100 of the 
largest postoffices throughout the coun- 
try, with the view of ascertaining the 


relative importance of mails on Sunday 
as compared with the same on other 
days of the week, and to reduce the 
work on that day if it shall be found 
practicable. The information asked 
covers the sale of stamps, wrappers, 
number of callers, mails dispatched 
and. received, the number of letter- 
carriers’ collections, with the amount 


employes.on duty on each Sunday in 
June, as compared with the same time 
last year. st 


-—— _—— 
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The Egyptian Question Discussed. 

Paris, June 5.—In the debate in 
the Chamber of Deputies yesterday 
on the conversion of the Egyptian 
debt, Shuller, Minister of Foreign Af- 
fairs, said the conversion, to be legal, 
must be submitted to the Powers for 
their assent. The French Govern- 
ment, he said, considers it so impor- 
tant an act that it justifies the examin- 


Egypt. conduct may differ ac- 
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The Corbett-Choynski Fight. 


Benicta, Cal., June 5.—Joe Choyn- 


Jounstown, June 5.—The best esti- 


mates this morning on the loss of life, 
based upon the registry of the living 


and unofficial poll is from 12,000 to 
15,000. 

Curcaeo, June 5.—A private dis- 
patch says Mrs. General Lew Wallace 
is safe at Cresson, Pa. 

Jounstown, June 5.—Thirty doctors 
arrived from Philadelphia this morn- 
ing. They were thanked for their 
willingness to help, but their services 
were declined, from the fact that there 
were no sick to take care of. In Pros- 
pect hospital on the hill top there is 
not one patient. 

In the midst of this scene of death 
and desolation a relenting Providence 
isextendinga subduing influence. The 
temperature remains low in Cone- 
maugh valley, and its benefit is inesti- 
mable, for, should it continue a few 
days longer, it is possible that hun- 
dreds of bodies may yet be recovered 
in such a state of preservation as to 
render their identitication possible. 
Hundreds of victims will, however, be 
roasted and charred into shapeless 
masses. ‘The work of clearing up the 
wreck and recovering the bodies is 
being conducted systematically. Over 
6,000 men are at work in the valley. 
As the rubbish is gone over and the 
bodies and articles of value are recov- 
ered, the debris is piled up and the 
torch applied. 

At the commissary station this 
morning 15,000 people -were fed and 
600 families were furnished with pro- 
visions. . Five carloads of clothing 
were distributed, and now alinost 
everyone is provided for at the differ- 
ent places. Eighteen thousand resi 
dents of the devastated district are 
registered. The total population of 
this district was between 40,000 and 
50,000. There were hundreds of peo- 
ple waiting around the offices to have 
their names placed on the list of the 
saved, and it is thought by to-morrow 
night 85 per cent. of the survivors will 
be registered. This morning 1,100 
men arrived in charge of Hon. Wm. 
Flinn, and by 11 o’elock they had suc- 
ceeded in doing more work at clearing 
away the debris than had been done 
heretofore. Seventy-five carpenters 
and twenty carloads of provisions also 
came up. Another delegation of work- 
men came from Braddock, each man 
with tools and prepared to go tu work 
immediately. 

Five hundred bodies were taken from 
the debris this afternoon in front uf the 
Catholic Church in Johnstown bor- 
ough, and 40 of these were women. 

At.the First Presbyterian Church, 
which is being used as a morgue, 17 
bodies taken from the debris and the 
river have been brought in. 

A relief corps from Altoona found a 
body near Stoney Bridge this morning, 
and on the person was a gold watch 
and $250 in money. This-corps took 
out 32 bodies from the ruins to-day. 

Five bodies were taken out of the 
wreckage near Nibert’s Bank,on Main 
street, this morning. 

Clara Barton of the Red Cross So- 
ciety arrived this morning and went to 
work. 

Conservative men are of the opinion 
that the nuinber of people destroyed 
will reach from 12,000 to 15,000. A 
very large portion of this loss are chil- 
dren, and the general opinion is that 
fuHy 1,500 bodies will never be found. 

Something like accuracy is being 
reached in the estimate of the loss of 
life. The most conservative now put 
the number at 10,000. - Nine hundred 
army tents have been distributed, and 
two white-walled villages now afford 
shelter to nearly 6,000 homeless peo- 
ple. The talk of rebuilding the town 
has already begun, and itis thought 
the great Cambria iron works will be 
running again in thirty days; portions 
of it in two weeks. One hundred men 
are at work clearing away for that pur- 


Wasuineton, June §.—This morn- 
ing the President had a conference 
with the Attorney-General, Secretary 
of War, Secretary of the Navy and the 
Surgeon-Genefal in regard to meas- 
ures for the relief of the Johnstown 
sufferers. It is understood the ques- 
tion of supplying arms, rations and 
disinfectants was considered and 
prompt action taken. Ten thousand 
pounds of cODpperas and two hundred 

unds of corrosive sublimate for dis- 
infectants will be shipped to Jolns- 
town immediately. 

PHILADELPHIA, June 5.—It is not 
belived the Pennsylvania road will be 
able to put its line in running order 
inside of a week. 

————___ - ~-8 > -- 
An Unprofitablie Kebbery. 

Sitver, Mont., June 5.— Burrell, 

the operator at Silver City, was killed, 


and A. C. Jobst, the Montana Central 


The Derby. | 
Lonpon, June 5.—The Derty was 
‘won by Donovan, with Miguel second 
and El Dorado third. 
The starters were: The Duke. of 
Portland’s brown colt Donovan, John 


Gorden’s brown colt Poet’ Laureate, 
Mr. Addington’s brown colt Pioneer, 
against Douglass Baird’s brown colt 
El Dorado, J. Gretton’s brown colt 
Miguel, Leopold De Rothchilds’ black 
colt Morglay, M. E. Blanch’s chestnut 
colt Clover, Douglass Baird’s chestnut 
colt Enthusiast, C. Perkins’ black colt 
Folingo, Dr. Rose’s black colt Gulliver, 
J. Simon Harrison’s black colt Ma 
Hampton, Duke of Portlandis blac 
colt Turcophone, T. Jenning’s chest- 
nut colt Royal Star. Donovan was the 
favorite in the betting at five to three. 

At the second attempt, the horses 
were dispatched, Morglay making the 
running, followed by Folengo and En- 
thusiast. These three were clear of 
the rest of the field, which was headed 
by Gay Hampden and Donovan, with 
Clover Neck, Eldorado and Poet last. 
These positions were unchanged until 
Tettenham corner was reached, where 
Turcoophone took the lead, Donovan 
second. Soon Donovan went to the 
front cantering home, and fininsheda 
length and a half ahead of Migeal, 
Eldorado a bad third and Pioneer 
== : time, 2:44 2-5. Weather per- 
ect. 


Registration Accepted. 
Wasamouten, June 5.—The Secre- 
tary of Interior has accepted the res- 
ignation of John H. Oberly, Commis- 
sioner of Indian Affairs, to take effect 
July Ist, 
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A Little Of”. 

Washoe lake is drying up. The 
dam put in at the north end stops all 
water from running into the lake and 
it is fast evaporating.—Carson Ap- 
peal. : 

You are a little off, neighbor; the 
dam at the north end of the lake stops 
the water from running out, not in. 
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An Expression of Delight. 
“About a week ago,” gays a Los 
Angeles, Cal,, druggist, “a Chinaman 
came in with a iame shoulder. I sold 
him a bottle of Chamberlain's Pain 


Balm and ygnaranteed that it would 
cure him. He .ame im again last 
night, and as soon as he got inside the 
hdcor began to awing his arms over his 
head like an Indian cluh swinger. I 
thought the blamed foul had a fit, but 
he finally stopped lony enough tosay: 
‘* Medicine velly flae, velly fine; alle 
same inake me feel plenty good.’’ 
Chambertain’s Pain Balin is without 
an equal for sprains, rheumatism, 
aches, pains or lame wack, For sale 
by Osbarn & Shoemaker, 
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The immediate symptoms of Dyspepsia. or 
Indigestion, are a distressing sense of weight, 
oppression and fullness in the stomach, 
heartburn, loss of appetite, foul breath, 
belching, flatulency, nausea, pains in the 
shoulders and breast. Dr. Henley’s Dande- 
lion Tonic promotes healthy digestion and 
removes all unhealthy symptoms. Sold by 
William Pinniger. 
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This is the season of the year when the 


hands and complexion. 

and a clear “peachy’’ 

assuredly preserved the frequent applica- 

tion of Dutard’s Specific. 

skin well it leaves no greasy surface. 

skin absorbs it. Sold by William Pinniger. 
f 


es 


raw, cold winds create sad havoc with the 
Soft, white hands 
complexion can be 


™Tf rubbed into the 
The 


A Sliewht Cold, if negiected, often at- 


tacks the lungs. 


BROWN’S BRONCHIAL TRO- 


CHES gives sure and immediate relief. Sold 


only in boxes. Price 25 cents. 


ee 


Advice to Mothers. 


—_—- + 


MRs. WINSLOW’S S@OTHING SyvRuUP should 


always be used for children teething. It 


soothes the child, softens the gums, allays all 
pain, cures wind colic, and is the best remedy 


or diarrhaa. 26 cents a hotile. iv2dw 
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RICHARD HERZ. 


..». Headquarters for Fine... 


Watches, 


Diamonds, 
Jewelry. 


LARGEST STOCK! 
IS390'dd -LSSMO71 


THE ONLY HOUSE IN RENO which 
makes a specialty of 


ENGRAVING, 
DIAMOND SETTING, 


: | hearty 
tite and increased digestion, dispels nervous 
papas | br le omtage dag pty my Le = 
life and the weakest enw alia, 


ja 
te “a ~~ 


Combines the juice of the Blue Figs of 
California, so laxative and nutritious, 
with the medicinal virtues of plants 
known to be most beneficial to the 
human system, forming the ONLY PER 
FECT REMEDY to act gently ye 
promptly on the 


KIDNEYS, LIVER AND BOWELS 


—AND TO-~— 


Cleanse the System Effectually, 


-- SO THAT — 
PURE BLOOD, 
REFRESHING SLEEP, 

HEALTH and STRENGTH 
Naturally follow. Every one is using if 
and all are delighted with it. Ask your 
iruggist for SYRUP OF FIGS. Manu 
factured only by the 


CALIFORNIA F:S SYRUP CO., 


San Franc’ -co, Cat. 
New Yorx, N. & 


‘a~nrertig, Ky, 


HOTELS. 
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RIVERSIDE HOTEL 


RENO, NEVADA, 
W. R. CHAMBERLAIN, Proprietor 


(Formerly Lake House.) 


HAVE RENOVATED AND REMOD- 

eled this beautifully-situated Hotel, on 
the banks of the Truckee river, and I am 
now prepared to furnish 


FIRST-CLASS BOARD & ROOMS 


Free Coach to and from all Trains 


xtending a cordial invitation to all my 


lends and patrons, I gh ro 
jy6 W. R. CHAMBERLAIN. 


THE PALACE 


-- 58... 


RENO'S LEADING HOTEL 


» kk HAS.... 


Light Sunny Rooms, 
Restaurant Attached, 
Fine Billiard Parlor 


Every Attention Paid to Guests. 
my6étf 


TRUCKEE HOTEL, 


at en McKAY, PROPRIETOR, 
h 


TRUCKEE, CAL. 


Cc. P. R. R. Passenger Depot and) Genera 
Stage office. A fine restaurant con- 


nected with the House. my! 


PARAGON 
ltallan Peppermints! 


Dyspepsia, Heartburn, Cramps, ete. 


Also a delightful perfume for the breath. 


25 Gents Per BOL. 


FOR SALE by all DRUGGISTS. 


AND CONFECTIONERS. 


fons HOH tip Monee hee eS 
MISCELLANEOUS, ; 


oth 


ww. oO. H. MARTI 
Commercial Row, Reno, Nevada, 


Shelf Hardware, Bar Iron, Barbed Wire, Steel, 


Cumberland Coal, Lime, Plaster, Cement, 
AGRICULTURAL IMPLEMENTS 


IN, 


Buckeye and All Other Kinds of Machine Extras a Specialty. 


GROCERIES, LIQUORS, VINWARE AND CROCKERY. 


Ee- AGENT FOR EMPIRE MOWER. 


ocldwtf 


The “BREUNER” 
Kitchen Table is far 
superior to any oth- 
er made. It is the 
only table made that 
has the large draw- 
ers running on roll- 
ers, which makes it 
impossible for the 
drawers to bind 
when heavily load- 
ed with flour, as is 
the case with all 
other tables. 


Ask for the 
“BREUNER TABLE.” 


ee 


PRICK, $5 0 


For artistic 
signs, quality of 
workmanship and 
prices we are ahead. 
Send for illustra- 
tions and prices 


einsveiL Piouesnoy 


de- 


‘“HIAVL NHHOLIM 


mailed free to any il 


JOHN BREUN ER, 


|my6dw | 


address. 


604, 606, 608 K Street. 


JOHN BREUNER, 
ee THE LEADING FORNITORE HOUSE! <ew 


604, 606, 608 K St., 1109, 1111, 1113 and 1115 6th St., 
SACRAMENTO, CAIs. 
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well selected 


Everbronght 


Furpishing 


S. JACOBS. 16 and 18 
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GCRADMD COPEnine! 


UF SPRING @ SUMMER STYLES 


I am prepared to show the most extensive and 


stock of 


Merchant Tailoring Goods 


to Reno, and at LOW PRICES 


Business suits made to order, $25 upward. 
Pants to order, $7 up. 


All work done here under my own supervision, and a fit 


jguaronteed. 


I have also an extensive stock of 


Goods, Lovely Assortment Hats, Silk 


And WOOLEN SHIRTS, TRUNKS and VALISES, and prices lower‘than“ever or else- ~ 
where. My price will: ompare with the times. 


Virginia Street, Reno. 


EP LEVY& BRO. 


The Reliable Dry Goods, Carpet 
and Cloak House 


Will dispose of the remainder of their Cloaks 


AT A GREAT SACRIFICE ! 


No Cloaks will be kept over for next season. This means baryains 


~~... — 
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BU=xs TELE 


FINEST EASTERN FLOWER, FIELD AND GARDEN 


ski and Jim Corbett fought this morn- 
ing on a barge off Dillon’s Point, near 
Benicia. Corbett wore two ounce 
gloves anc Choynski skin-tight driving 
gloves, as his others had been lost. 
Corbett showed he was much the bet- 
ter boxer, and Choynski could hardly 
touchhim. Aftertwenty-seven bloody 
rounds, in which Choynski was badly 
battered, Corbett got in a knock-out 
blow and won the fight. There was 
no interference by the authorities. 


—EE 
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Made only _by 


H. FISHER & CO., 


508 J Street, Sacramento. 
dec24tfap 


WHERE 


IS there a better place to buy 
‘CLOTHING than at M. NA- 
THAN’S, the old and reliable 
clothier on Virginia street, Reno, 
Nevada? 


WHERE 


ing in the shape of Men’s 
ys’ Clothing is kept. an4 


WHERE; 


A line of Gents’ FURNISHING 
GOODS is carried that is second 
to none on the Pacific Slope. 


WHERE 


oo? but bargains are known, 


‘LOWEST 
id PRICES 


LOWEST 
PRICES 


FINE WATCH REPAIRING. 
Over 13,000 Watches Repaired in Nevada. 
VIRGINIA 817 


to say that a ball player shall not 
earn a living at his vocation unless 
he consents to such a sale of his 
services as they may desire to 
make. It is a curieus form of 
slavery, in a certain sense, but 
many players consider the system 
that makes it possible an advan- 
tage to them, pecuniarily and 


otherwise. 
an 


Ap Address of Condolence. 


Agent, probably fatally injured last 
night. The object of the robbery was 


a large amount of bullion shipped from 
here yesterday, of which fact the rob- 
bers were evidently not aware, and it 
is not thought the highwaymen se- 
cured over $200. The robbers fled in 
the direction of Marvsville, and the 
officers and posse are in pursuit. 

The depot robbers were overtaken 
by a . They refused to qarven: | 
der, ffring on the posse. The fire was 
returned and both robbers were killed. 
They are unknown and leok like for- 
eigners. 


SEEDS 


eos fF jit 


PINNIGER’S DRUG STORE 
Corner Commercial Row and Virginia Street, 
FOLSOM & WELLS, 


Keep everything in the line of 


Hardware, Groceries and General Provisions 


a 


C. NOVACOVICH. H,. J. BERRY. 


BERRY & NOVACOVIGH, 


DEALERS IN 


FANCY GROCERIES 


Green and Dried Fruits, Vegeta- 
ables, Hardware, Crockery, 
Wines, Liquors, To- 
baceo and Cigars. 


LL THE NOVELTIES IN FANCY 
A Groceries. No need to send away for 
choice goods. Cash trade solicited and satis- 
taction guaranteed. ocrtf 


CONNERS’ EASTERN ADDITION 


TO RENO. 


Over 200 Choice Lots 


-Mangarian Politics. 
Bupa.Pestu, June 5.—The leading 
members of the Liberal party gave a 
banquet on Monday night to Tisza, the 


Chieago’s Coutributions—Railroad 
Eleetion, 

Cuarca@o, June 5.—It is estimated 
that Chicago’s cash contributions for 
the Johnstown sufferers to date amount 
to an aggregate of $100,000. 

the annual meeting of the stock- 
olders of the Rock Island Railroad 
to-day the old Board of Directors was 
re-elected. The annual report for the 
year ending March 30th showed a 
ficit of $974,000. | 


i ella a Ml Allien otnentintioncnaaiattaie, 


Ev 
and 


| | governmen 
June 5.—Lord and Lady | intended ultimately to join the Reac- 


tionary party and overthrow the ex- 


THEY SELL AT BED-ROCK PRICES, 


And Guarantee Satisfaction. Their Stock is Second to None in 
either Quality or Assortment. 


The Cronin Inquest. 
Curcago, June 5.—The Cronin in- 
quest was continued to-day. Patrick 
McGarrie, a friend of Cronin, testified 
that Cronin told him he expected to 
agg, Apa for the Pe took in 


GIVE THEM A CALL AND BE CONVINCED. 


jeltf | 
WHERE AUCTION SALE! | SAMUEL JELLY. — 
Good treatment and fair dealing | CONNER’S BASTERN ~ ADDITION W atchmake r, 


ewan all. oeeeeae et To the town of Reno, Nev. ee - _~—And Importer of — 


sf high Getrea eeeb. a ) eoaeanite 
, June 5.—The pmspects for | 26° to 


a For Sale at Reasonable Rates 


r{ portion of Reno, opposite the Reduction 


Works and [running up toj the business cen- 

Board of the Clan-na Gael, misappro- | ter of the town. 
aba ag a large amount of the societies 
and sent men to death and 


my 15*1m STEPHEN CONNER. : ng pp rng oe 
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Havana, June §.—A dispatch from ea mayen ie wr Ce ralian 
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“WEATHER OBSERVATIONS... 

Agricultural Experiment Station, for 
June 3, 1889. a 

pa. welep, at.o Pat. 

25.486} 25.484] 25.872 


ei 


me 


Barometer... eee ee 
Temperature Seeeseeree 


Total precipitation eg ee dies ; 


umaneingeestin, 


Agricultural Experiment Station, for 
June 4, 1889. 


l7 A. M. |e P.M. ' P. M. 
ven j Paeee: Sh 
67.3 | 703 | 78.0 
55.6 | 38.4 | 88.2 
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Mean rvulative humidity (per 


Le 


Sis “s ~ Epaeaens 
Total preci tation (inches) (1889) 
o pi lied (1888) Sevres cerece 
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Condition of the weather at the 
ts named at 7 o’clock this morn- 
—Clear and calm; 75 de- 
grees above zero. 
Carlin—Clear, light west wind; 65 
— above zero. 
e Mountain—Clondy and calm ; 
65 degrees above sero. | 
Winnemucca—Clear, east wind; 62 
above zero. 
umboldt—Clear and calin; 64 de- 
grees above zero. Rainfall 15-100. 
Reneo—Clear and calm ; 66.1 degrees 
above zero. 
United States Signal Service lice 
tions for the twenty-four hours - 
ning at 12m. to-day: Local showers; 
nearly stationary temperature. 
W. 8. Devon, Observer. 
SRT PLLA TE I Seat 


Wednesday... .......... 
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JOTTLINGS. 


The best berries and the freshest 
fruits and berries at Coffin & Lar- 
compbe’s. 


If you want a good smoke, try a 
«Pride of Washoe,’’ to be had at 
Strassburg’s. 

Bananas, oranges, lemons, limes, 
cherries and Reno strawberries at E. 
C. Leadbetter’s. 

That shady park at the Riverside 
Hotel is greatly enjoyed by the guests 
of that popular resort. 

The ladies all agree that those sum- 
mer hate and bonnets of Miss Emma 
Gibbs’ are ** just lovely.” 

John Murray of the Star Barber 
Shop, cuts hair for 25 cents and shaves 
for 15 cents. Opposite F. Levy & Bro. 

There is no article known to the 
trade that cannot be had at J. N. Wal- 
lace’s Commercial Row grocery store. 

8S. L. Cohoon is d ~@® rapidly in- 
creasing business a fon Wieland’s 
beer, either by the barrel, keg or glass. 

C.A. gear om carries pth ah — 
of ket,cutiery, pens, nks 
of All shades aad the best cigars and 
tobacco. 

Don’t forget that this is the time in 
the week to go to John Belz’s barber 
slfop for your mid-week shave and a 
nice bath. , 

For a hot soup launch that would 
cost you 25 cents at a restaurant, and a 
big glass of beer—all for a bit—go to 
the Granite Saloon. 

How J. J. Becker can afford to give 
a square mealand a big glass of beer 
for 12% cents isa mystery to people 
from otner parts of the State. 

Laugbton's springs are just about 
the right distance from Reno for an 
evening and the baths of that 
resort cannot be excelied anywhere. 

By supplying your children witb 

kind of school books kfpt b J 
Brookins you can be sure that you 
have just what are being used in all 

Reno schools. 


the . 
« atyrup of Figs. 
u from the laxative and nu- 
tritious juice of Culilornia figs, com- 
bined with the medicinal virtues of 


acts 
2 els, effect- 
aed extn Sabine 


: Is Consumption ineurable ? 


_» EARTHQUAKY. WEATHER. 
The “ Gazette” Predicts an Earth- 

quake Uniess We Get a Thunder 
' Shewer. mets, 

The Gazertre has no desire to steal 
any of Sam Davis’ thunder or predict 
anything that will detract one iota 
from his earthquake record, but, feel- 
ing that somethirg on the subject is 
absolutely necessary, and after waiting 
for several days in the hopes that the 


| Appeal would contain an earthquake 


item worthy the name, it hazards its 


76.60°-| reputation as a weather sharp—it don’t 


lay any claim to the earthquake racket 
—and predicts a violent shaking np of 


the towns in Western Nevada unless 
there is a change in the weather. The 
thermometer has marked 90°, 92°, 94° 
and 9314° for the past four days in 
the coolest place in Reno; the sky has 
been overcast and the atmosphere 
murky and oppressive, and if we do 
not get a thunder shower within a few 
days the stored-up electrical current 
will certainly break ont in an ea:th- 
quake. 

Since the above was written this 
reporter has had a talk with Judge 
Webster about earthquakes, and has 
come to the conclusion that the Judge 
is an earthquake sharp of no small 
calibre. The knowledge in which he 
converses about Popocatapetl, the 
burning mountain in Mexico, and 
about the sulphurous elements in the 
earth’s crust, and Mounts Vesuvius 
and Etna, shows that the Judge has 
given the subject much thought. 

** No, sir, my boy, we are not going 
to have an earthquake,’’ said the 
Judge, ‘‘it’s allin the earth, and not 
in the atmosphere. There is nothing 
that indicates an earthquake at this 
time.’’ 

The Gazette takes back all it has 
said about earthquakes, and advises, 
Sam Davis, if he wishes to sustain his 
reputation, to look after the Judge a 
little, for he is an expert of no mean 
proportion. ~ 


W. Cc. T. U. 


An Able Address by the President 
Mrs. Van Deventer. 

The exercises at the Methodist 
Charch last evening. by the Womans 
Christian Temperance Union were 
highly complimented by those who 
were present, especially the address of 
Mrs. Van Deventer; the President of 
the Union in Nevada. Hon. H. H. 
Beck, who was called upon, made a 
few remarks, heartily endorsing the 
object and work of the organization, 
and promised his cordial sympathy 
and support. The balance of the ex- 
ercises consisted of prayer, scriptural 
reading and singing. 

During the morning session the fol- 
lowing committees were appointed: 
On credentials, Sisters Norcross and 


- McCurn; on finance, Sisters Bready and 


on resolutions and plans of 
work for the ensuing year, Sisters J. 
A. Bready and U. Van Sickle, J. A. 
Bready and J. Van Sickle. 

A communication from Rev. C. H 
Gardner was read by the President 
and discussed by Sisters Talbot, De 
LaMatyr, Van Deventer, Sessions 
and Cook. 


FIRE LIMIT ESTABLISHED. 


The Commissioners Take Steps to 
Protect the Town. 

The Board of Commissioners met 
to-day and established a fire limit as 
follows : 

Bounded by a line commencing at 
the center of the intersection of West 
and Fourth streets, then running east- 
erly with the center of Fourth street to 
the center of the intersection of said 
street with East street ; then southerly 
with the center of East street to the 
center of the track of the V. &T. R. R. ; 
then with the center of said railroad 
track to the river; then westerly with 
the meanderings of the river to a point 
which would be reached by the center 
line of West street extended southerly ; 
then to the place of beginning. 

This is a step in the right direction. 
This allowing people to build up a 
solid block of wooden buildings right 
in the heart of town to jeopardize 
evyerybody’s property has gone far 
enough. 


A BOLD BReAk. 


Stole a Coupte of Shirts and Gota 
Cold Bath. 

This morning about 8:15 a couple of 
strangers, evidently tramps, went into 
S. Jacobs’ store, and while ome of 
them occupied the attention of the 
proprietor, the otber stole a couple of 
flannel shirtsand immediately skipped, 
but was closely pursued and captured, 
after having thrown the shirts away in: 
the alley back of John Sunderland’s 
store, where they were picked up by 
James Morris, the Gazerre job man. 
On the way to the jail the fellow made 
a break for wag of up tke river, and 
waded onto the island back of R. L. 
Fulton’s residence, and, in attempting 
to cross the other branch of the stream 
to the South Side, he fell and went 
out of sight, but sovun succeeded in 
reaching the willows, where he was 
again apprehended and safely lodged 
in jail. The other fellow ran across 
the railroad and escaped capture. 


a 


A Previdence. 

Human endurance under misfortune 

is sometimes inexplicable and the es- 
cape therefrom is equally surprising. 
What men have endured and can en- 
dure; how they have been providen- 
tially rescued from the ca eS Rey of 


> 
- 


county. 


BREVITIES. 
Local and General Intelligence. 


Read the 50-cent ad. of mules for | 


Read the 50-cent ad. of a dairyman 
wanted. 

Carson is threatened with a water 
famine. 


Teachers desiring certificates should | 
consult the 50-cent column. 


Ten bars of Con. Virginia bullion 
— below last night per Wells, Fargo 
Oo. 


A light sprinkle of rain this after- 
noon materially lowered the tempera- 
ture of the atmosphere. 


Mrs. Lew Clark, uee Mary Hartnet, 
member of the class of ‘‘’82” at Mt. 
St. Mary’s Academy, isin from Altu- 
ras visiting Reno friends. 

A man who can do a job at black- 
smithing and make himself generally 
usefulon a ranch can fiud employ- 
— by applyitig at the Gazrrre of- 

ce. 


This evening the W. C. T. U. pro- 
gram will be as follows: Woman’s 
suffrage paper, by Mrs. C. B. Nor- 
cross; lecture, by Mrs. E. J. Talbot; 
Sabbath Observance, by Mrs. F. H. 
Bready ; 
brethren. 

A fatal case of cigarette smoking 
has occurred in Ruby Valley, Elko 
If children and voungsters 
will persist.in the cigarette habit, the 
sooner they make the trip the better 
for all concerned, for they are of as 
much service dead as alive. 


PERSONAL. 


‘ P. N. Marker is in from Lovelock. 

F, G. Newlands was at the Riverside 
Hotel this morning. 

Alvaro Evans and wife returned this 
morning from California. 

John Gillig of Virginia City returned 
from the Bay on this morning’s over- 
land, | 

Mrs. Olcovich of Carson is visiting 
her daughter, who is attending the 
University. 

C. A. Dealy returned this morning 
from a visit to San Francisco and Oak- 
land relatives. 

Hon. George Beaker, the attorney, 
arrived from Eureka on this morn- 
ing’s overland, 

Sam Davis came down from Carson 
last night on his way below, and he 
bought a ticket, too. 

Nick Frey, the Paradise Valley 
maining man, arrived on this morn- 
ing’s west-bound express. 

Charley Hall, one of the early set- 
tlers of Silver City, Lyon county, re- 
turned this morning from 4 trip to the 
Bay. 

Cashier Hofer of the Carson Bank 
accom panied his family, who were on 
their way below, as far as Reno last 
evening. 

C. C. Wallace, Assessor of Eureka 
county, arrived here last evening on 
his way to Carson to attend the county 
boundary case on trial before Judge 
Rising between Eureka and Lander 
counties. 


INTERESTING RELICS. 


Being Unearthed in the City of 
Londen. 
The old Roman wall in London, 
laid bare by the excavations of the 
new postoffice at St. Martiun’s-le-Grand, 
becomes daily more interesting to 
antigquaries as further portions are 
uncovered. From the better view 
now vbtained it is evident that the 
Romans dug down about four feet 
into the. London clay, filled up the 
trench for two feet with a mixture 
of clay and flint, surrounded this 
structure with two feet of the hardest 
concrete, and laid the tiles in sets of 
three courses, each separated by two 
feet of stone work. 2 the 
wail was nine feet six inches. any 
pits haye aiso been found filled with 
animals’ bones, which may have 
either been used for the rabbish of the 
city, or for the refuses of the slaugh- 
ter houses in the butchers’ colony 
whicb, from Saxon times, existed 
close by in Moorgate street, ete. 
When the site of the French Protest- 
ant Church is excavated, it is ex pected 
that a complete section of the wall 
and tbe ansient town ditch may be 
discovered, 


A POWERFUL AUXILARY. 
The Part Electricity Plays 
Modern War Vessels. 

Electricity plays an important part 
in the modern war vessel; not only is 
it used for lighting, but it is now also 
applied in several ingenious forms of 
firing guns and for determining the 
range and direction of the shots. The 


latest application is in the use of an 
clectric motor for hoisting shot -and 
shell from the magazine below to the 
level of the guns, and for loading the 
guns themselves. This apparatus is 
the invention of Lieut. Bradley A. 
Fisk, and is so arranged as to prevent 
any possible accident resulting from 
the wounding or death of the gunner. 
This provides for all contingencies, 
besides puree the number of men 
required to handle a large gun—a very 
important point where guns are 
mounted, as is the case in most ar- 
mored ships, in turrets or barbettes 
where the space is very limited. 


Wants His Mouey Back. 

A wealthy Englishman by the name 
of Storey, who does not like the infor- 
mal American way of doing business, 
is seeking to recover from the project- 
ors of an irrigating scheme at San 
Diego, Cal., similar to that of the 
Sweetwater dam, the first installments 
he had paid on $50,000 subscribed. 
The entire work is to cost $700,000. 


_— 


7 The Lord Trial. 

The second ‘trial of George Lord, 
Sheriff of Nevada county, Cal., on the 
charge of altering ballots in Boston 
Ravine preciuct, last November, began 


_ 
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Pisease and Death 
Force their way into many a household that 
might be protected from their inroads by the 
simple precaution of keeping in the house 


speeches by the visiting} ; 


- JOHN SUNDERLANG. 


PALACE DRY GOODS HOUSE. 
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Simmer Suit, the 


—OF- anes 


poring and Nummer Goods, 


Z-1SSo.—=>. 
BRIGHT, NEW AND ELEGANT 


STYLES 


In MEN’S, YOUTHS’, BOYS’ and CHIL- 
+ DREN’S CLOTHING. HATS AND 

CAPS of the LATEST STYLES which 
wi 


Sold at New York Prices! 


Alll askisatrial You can buy a good 


Latest 


Style, from $9 to $15 


A very large and elegant line of Men’s and Boys’ TIES, the 
very latest patterns OVERSHIRTS, of the Finest French 


and English Flannels. 


Everything found in a first-class city store can be found in 
my stock. 


AGENT FOR J. B. STETSON & CO.’S FINE HATS 


IN GREAT 


BOOTS AND SHOES 


VV & RIE . 


J. SUNDERLAND. 


JAY GOULD’S PHYSICIAN. 


Dr. John FP, Munn Employed &x- 

clusively. 
Dr, John P. Munn bas for five years 
been doctoring Jay Gould, and has 
practically given up all general prac- 
tice te devote himself wholly to the 
prolongation of Jay Gould’s life. He 
was with Gould all last summer, wheu 
the millionaire was so dangerously ai- 
tacked by nervous prostration, and 
slept in the next room to him every 
vight at Irvington, Saratoga, in New 
York anid while on a yatching cruise. 
His salary is not known, but a pbysi- 
cian well acquainted with him says 
chagets is nottess than $15,000 a year, 
and that Miimp has lately been in- 
clined to give up even that recom- 
pense in favor ofareturn to general 
practice. He feels that his present job, 
although remurersative, would leave 
bim at Gould’s death tu begin his pro- 
fession over again, therefore it is rea- 
sonable to conviude that a moderate 
enrichment of Dr. Munn has been de- 
termined upon by Gould in order to 
retain him exclusively as a medical 
attendant. 


—E—— 
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CELLULAR CLOTHING. 


A Valuable Improvement in Cot- 
ton Goods. 

The new cellular clothing now com- 
ing into use in England is said to be 
a success. It is woven out of the 
same materials as the common weaves 
of cloth, being simply as its name 
indicates, closely woven into cells, 
the network of which is covered over 
with a thin fluff. The porous quality 


allows the slow passing of the outside 
and inside air, giving time for the 
outside air to become of the same 
temperature as the body, obviating 
all danger of ee colds, and va- 
pors constantly exhaled by the body 
to pass Off, thus contributing toward 
health and cleanliness. The common 
objeciion to cotton clothing—that it is 
prodnctive of chillaand colds—is re- 
moved if woven in this manner, and 
the invention can certainly be said 
to be strictly in accordance with hy- 
gienic and scientific principles. 


——————— 
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Nobody Barred. 

The Kingston (A. T.) Shaft says: 
Wednesday, while passing by the Cop- 
per King Company, we saw a sign ina 
window of a neat. little frame cottage. 
It was pathetic in the extreme, when 
one considers the loneliness of the 
miner, away out in the hills, deprived 
of the comforts of home and the joys 
of the fair sex. It simply read thus: 
‘‘ Wanted —A wife. Apply within; 
nebody barred.’’ 


> 


Where Hemp Should be Used. 
An Eastern exchange says: When 
the American jury system becomes a 
corrupt and purchasable machine, run 
jn the interest of rascals and ponent 
and sold for money, one of the founda- 
tion stones of the nation will have 
fallen from its place and the whole 
structure of the republic will be en- 
dangered. 


- 


HE SENT IT EAST. 


For a year I was troubled with pains in 
my back and side, and headaches, the result 
of liver and kidney trouble. I was attracted 
to Joy’s Vegetable Sarsaparilia by the start- 
ling testimonials in the papers and which 
seemed so practical I was induced to try it, 
knowing that as it was purely vegetable, it 
would at any rate dono harm. It acted as a 
gentle laxative and after the second bottle 
my pains and aches disappeared and I felt 
like anew man. It did so much for me that 
I sent several bottles to my family in New 
Jersey, who also took it with the most satis- 
factory results. 


LR Fours — 
~ gga ace Clay street San Fran- 


——— 
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In Three Days. 

Three days is ‘a very short time in 
which to curé a bed case of rheuma- 
tism, but it can be done, if the proper 
treatment is adopted, as will be seen 
by the following from James Lambert 
of New Brunswick, Ills.:. “I was 
badly ce yey eee in the 
a Chaanbercn™s Pain Balm. It cured 


The Weod Drive. 
There will be but one wood drive 
this summer, and 20,000 cords are now 


in the Carson river being run down. 
Part will be taken out at Empire, part 
at the Morgan mill and the rest at 
Dayton. About 600 cords are now 
being taken out at Empire. Mr. Mar- 
tin will only get in 2,500 out of 7,000 
cords, Messrs. Spooner and Bemis 
will not get their wood in this season. 


Mistake Somewhere. 
The Sacramento City School Census 
Marshals ‘have made their returns. 
The figures are not all checked off yet, 


but assuming them to be correct, they 
place the number of school children at 
4,828, a decrease of 1,500 as compared 
with the last census. The Aecord- 
Union thinks this is wrong. 


ocbgsibiaasiieiniatbilaa 
Oregon is one of the most productive States 
inthe Union. Its vast mineral regions con- 
tain gold, silver, copper, iron and coal. Its 
immense tracts of grazing lands support 
thousands ot cattle and sheep, and its exten- 
sive agricultural regions produce all the ce- 
reals in abundance, the yield per acre being, 
in some instances, the largest in the world. 
Among the useful and’ valuable products of 
the Webfoot State may be mentioned Oregon 
Kidney Tea, which has proved a boon to 
thousands affiicted with pain in the back and 
kidney difficulties. Itis purely of vegetable 
composition and never fails. Sold by William 
Pinniger. 


—— 


———— 
_ —- 


EDITOR OF THE GAZETTE: Please 
announce in the columns of your val- 


nable paper that we are sole agents for 
St. Patrick’s Pills, tbe most perfect ca- 
tharic and liver pills in the market. 
They not only physic, but cleanse the 
whole system; purify the blood and 
regulate the liver and bowels; they 
are vigorous but gentle in their action, 
and can always be depended upon. 
For sale by Osbarn and Shoemaker. 


0, What a Cough. 
Will you heed the warning. The signal 
perhaps of the sure approach of that more 
terrible disease, Consumption. Ask your- 


selves if you can afford for the sake of saving 
so cents, to run the risk and do nothing for it. 
We know from experience that Shiloh’s Cure 
will cure your cough. It never fails. This 
explains why more than a million botties 
were sold the past year. It relieves Croup 
and bode as. Cough atonce. Mothers do 
not be without it. For Lame Back, Side or 
Chest, use Shiloh’s Porous Plaster. Sold by 
Osburn & Shoemaker. 


et 


Dyspepsia and Liver Compleint 
Is it not worth the small price of 75 cents to 
free yourself ot every symptom of these dis- 
tressing comp’aints? If you think so call at 
our sto1e and get a bottle of Shiloh’s Vitalizer. 
Every bottle has a printed guarantee on it ; 
use accordingly, and if it does you no good it 
will cost you nothing. Sold by Osburn & 
ghoemaker. - 


~~ 
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We havea speedy and positive Cure for 
Catarrh, Diphtheria, Canker Mouth, and 
Headache, in SHILOH’S CATARRH REM. 
EDY. A Nasal Injector free with bottle 


Useit if you desire health and sweet bretth. 
rice socents Sold byOsburn & Shoemaker 


NEW TO-DAY. 


Teachers’ Examination. 
ERSONS DESIRING TO APPLY FOR 
teachers’ certificates will present them- 
selves for examination at the brick school 
house, in Reno, Tuesday, June 18. 1 
D, ALLEN, Co, Supt. Schools, Washoe Co, 


jestd 
Good D Wanted. 
re AT GEORGE BECKER’S 


ranite Saloon. jesw2 


an ee 


A CHANGE. 


ROOKS M’CLANE HAVING PUR- 
chased the old St. Elmo, and 


Re-stocked It with a Fine Stock 
Wines, Liquors & Cigars, 


serve old as well as new 
with the very best. 


qs. BROOKS McCLANE. 


‘Strayed or Stolen. 


Is prepared to 


je4 
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PLAS RTS ID ARPT BEE 


CARRIES THE LARGEST STOCK, 
THE FINEST GOODS 
AT LOWEST PRICES. 


Hot. Weather Announcement ! 


Sateens, Percales and Organdies, so desirable at this season of 
the year, are here displayed in every make and design. 


tine COO! 


By wearing some of our lovely organdies, pattern suits, handsome 
challies or embroidered Scotch zephyrs, rich in appearance, but so 
reasonable in price. 


Our Parasols! 


Parasol weather has come, and finds us well equipped. We show 


The Stylish La Tosea, 
The Handsome Picadilly, 
The Exquisite Pall mall. 


And many other late designs. 


Our 75-cent Parasols are Daisies- 


Petty Profits 
In Dress Goods, Silks, and Pattern Suits. 


No such assortment anywhere else as we are showing in above 
ines. 

Have you noted the values and various patterns to select from, 
and at such very low figures? Compare them; it pays. 


A. bfexwr STorle Tob Lct. 


50 dozen, ladies’ black-finished hose at 124 cents per pair. 

40 dozen, ladies’ unbleached balbriggan hose at'75 cents per box (box 
containing } doz. peo. 

25 dozen, misses’ black Lisle thread hose at 25 cents per pair. 


Above goods are worth double the money. 


| A full and complete line of 
Carpets, Linoleum, Wall Paper, Decorations, 
At prices far below the usual value. 
Q<ge- Ladies, be sure to take advantage of this sale: 


PALAGE DRY GOODS AND CARPE? HOUSE 
Petty Profits in Summer Shoes 


Suit us now--A 
hair’s breadth 
from cost--Other 
people get more 
colin -- for poorer 
goods--but we sell 
the quantity--and 
style--The nimble 
nickelcatches 
the bulky dol- 
lar -- every 
time, ——— 


ALWAYS AHEAD! _ RIPE PRICESI!! 
In E*ine Shoes. 


Mail Orders Qur Leading Specialty! 


Our handsome Illustrated Catalogue sent free to any addreas * 


9 —~ 
Kasts 
738-740 Market St., San Francisco, Cal. 


MISCELLANEOUS. 


NORTHROP’S DRY GOODS STORE! 


AVING JUST DISTRIBUTED AROUND THE TOWN 4 


ramen preg yA ein Se een. gamelan store, I wish to 


ask the public to call and makea careful examination of my stock 
Every Piece Advertised Is To Be Found on My Shelves in Quantities 
And must be sold. ae he | 


may2 
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Attomey-at-Low, 


weigh Seg Nevada ‘BANE 


ee ie: 
ae IPS M.D ptiPs, M.D. 


Phillips & Phillips, 


: Physicians and Surgeons, Reno, 


apartments at residence of: Mrs. 
est street. -myt7m1 


DAWSON, M. D., 
Physician and Surgeon. 
FFICE AT RESIDENCE, WEST STREET | 


between Second and Commercial R of 
Telephone from Hodgkincon s drug part, 


D. ALLEN, 


Attorney - at - Law, 


pain. 2 ey 
age . 

a 

x ‘ 2 
Soe SA ety 4 
Se 

¢ 71. nae 
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ATTORNEY OF 
Office — Court-house, 
feb2o0 


ND DISTRICT 
Washoe County. 
Reno, Nevada. 


Dr: Mayo A. Greenlaw, 
DENTIST. 
FFICE IN POWNING’S BUILDING 
ia street. 


OFFICE HOURS—From 9 a: M. until 5 p.m. 
Nitrous Oxide Gas given for painless ex- | 
traction of teeth. j 
All operations in ene performed and 
on guaranteed noratf 


oO. R. NARD, '.. R, H, LENDSAY. 
. (Ex-Chief Justice. Nevada.) 7 


LEONARD & LINDSAY, 
Attorneys & Counselors at Law. 


RENO, NEVADA. 


ILL PRACTICE IN ALL THE age Oo 
of Nevada and California. jai8 


DR. H. BERGSTEIN, 
Physican, Surgeon and Ac- 
coucheur. 
(Shack. Vicetat 1 ‘and 2. 
Block, Virginia street, Reno. 


orner (Chestnut and Secon . 
streets, Powning’s Adiition. jang 


CLARKE & JONES. 


Attorneys-at-Law. 


Sunderland’ 


ENO OFFICE IN THE POWNING 
Building, Virginia street, Rene, Nevada. 
ll practice in the Courts. ocatf 


WM. WEBSTER, 


ttorney-at-Law, 


oe IN FIRST NATIONAL BANK, 
Up Stairs, Reno, Nevada. 


Will practice in all the Courts. 
- nos 6m 


W. M. BOARDMAN,| 


Attorney-at-Law. 
Office in payne 4 Bank Building 


JNO. A. LEWIS, M. D. 


RENO: NEVADA. 
ociti 


SOCIETY: MEETINGS. 
I. oe. Oo. F. & 


Rie ccinct ag tg NO. 19, I. O. O. F.,;- meet 
lon Chestnut street, over the 
at Checce T 


8’ 
ing are 


A. 
Reno Chapter No. No.7, R. A. M. 
Lge STATED CONVOCATIONS OF RENO 


re emi 


TRUCKEE 


Livery and Feed Stabe 


RENO, NEVADA! 


T. K. HYMBERG...... .... Proprietor 


“REMOVAL Pe 


~ WEEK LY OALL 


+ elegy BERS Ben Fer 


4 ome OH were 


- THE: SAN FRANCISCO 


MORNING CALL 


Price, $6.00 per Year, 
AS PREMIUMS FOR 


C188 9.0 


(THE 8aN eau wasueuiee WEEELY CALL 

is a handsome eight-page paper. It is is- 
sued every Thursday, and contains ali of 
the important news of the week, gleaned 


““from“every quiftér'of the glebe, complete 


up to date of ‘publication... It contains in- 
from all of 


and most reliable financial news and mar 
ket quotations, and gives special attention 
to horticultural and agricultural news, and 
is in every respecte first-class family paper, 
ppealing to the-interest of every member 
of the household. 


THE MORNING CALL. 


(SEVEN IssUES A WEEK) 

Is a live metropolitan daily. It has the 
LARGEST CIRCULATION and is recognized 
as being the LEADING NEWSPAPER of the 
Pacific Coast. Either of the above papers 
we will send postpaid as a premium on re- 
ceipt of the following subscription — 
for the combination: 


DAILY GAZETTE 
Daily Morning Call 


$11 PER YEAR. 


Gazette and Stockman 


Nall Francisco Weekly Cal 


AT THR LOW: PRICE/OF 


a 


iH OB PRINTING 


This Office is prepared to do 


IfOB PRINTING 


IN THE BEST STYLE for shorse and — 
cattlemen. 
Cute for animal furnished as desired. 


Special attention to printing 


Sad, uavexo nx-| Anmual Reports for Cattle Companies | 


is monOe: 


HOW LARS 


pa ae pony aa ‘ 55; 
he Bkplaantion of the Wanithoture ‘e 


“his staple Article. 


Lard is defined in Webster’s Dictionary 
after being melted. 


1s son, that 


or ox kind séparkted from membranous 
and fibrous matter by melting it down.” 
Previous to the war-of the rebellion, 
when Cincinnati was the great pack- 
ing center of the United States and when 
the State of Ghio packed more hogs than all — 
the other’ States combined, the rendering - 
of lard was conducted at the packing-houses 
in the same manner, but on a much larger 
scale, as was practiced‘hy’ thé:country and 
village housewives of the period. ‘The leaf- 
lard and trimmings from the hams and 
sides were cut up into pieces about the size 
of a walnut and thrown into a big iron ket- 
tle set in brick-work. Fire was applied, 
and as soon as the fat began to melt a con- 
tinuous stirring became necessary to pre- 
vent the boiling grease from burning. Those 
who have lived in the country and seen the 
farmer’s wife frying out the lard stripped 
at the annual hog-killing will remember the 
odor that attached tothe operation. It re- 
mained in the house for several days. As 
soon as the pieces of meat adhering to the 
lard were cooked crisp the lard was pro- 
nounced ‘‘done.’”’ The fire was banked, 
and as soon as the “cracklings” had sunk 
to the bottom workmen armed with large 
scoops dipped the cooling lard into the bar- 
rels and tierces, in which it was afterwards 
shipped to consumers at home and abroad. 

The operation of rendering by fire was 
not always a successful one. Sometimes 
the lard was not “‘cooked ”’ enough, and 
hence was liable to become rancid in warm 
weather. More often it was overdone and 
scorched to a greater or less degree. In 
either event, there was a loss to the packer. 
Hence some other. mode of rendering be- 
came desirable. The use of steam at low 
pressure for melting sugar and cleaning 
sugar hogsheads was well known. The au- 
thor of the first application of steam to fry- 
ing out lard’is not known. However, the 
process came in vogue in 1858. The tanks 
of that period were made of wood, and were 
of less than one-third of the capaeity of the 
iron tanks now in use. In the ketties noth. 
ing but the leaf lard, the trimmings and the 
bright pieces of fat carefully picked from 
the intestines were used. In the steam 
tank to the three varieties mentioned were 
added the heads after they had been care- 
fully scraped and washed. Sometimes the 
heads were rendered separately. It was the 
time when lard oil was largely used for il- 
luminating purposes—petroleum had not 
then become thoroughly utilized, and was 
much higher in price than now—and many 
of the old-time packers well remember when 
lard made from pigs’ heads sold for more 
than prime leaf, because of its greater per- 
centage of oil. 

On its first production there was a preju- 
dice against the steam-rendering lard. The 
consumers asarule knew all about the 
kettle-rendered article. Most of them had 
seen the operation performed on a small 
scale, but the steamed variety they did not 
understand.” Hence was the origin of ‘‘ket- 
tle-cirying.’’ After being cooked in the 
tanks, the lard was allowed to run into shal- 
low pans, say eight feet long and four feet 
wide, where it was allowed to simmer over 
a slow fire forashort time before being 
placed in the tierces. It was popularly, but 
erroneously, supposed that this simmering 
evaporated a considerable amount of water 
that had lodged in the lard during the 
steaming process. For many years after 
the war ‘“‘kettle-dried’’ lard commanded a 
slight premium over the steam-rendered, 
but this in time disappeared, when. the lat- 
ter became the standard article. 

The “gut lard’’—that around the lower 
intestines—and. the tank bottoms were 
worked up and rendered into soap grease, 
known in the trade as white, yellow and 
brown. The ‘white’ was the lightest-col- 
ored and, of course, the best. The names 
of the others explain themselves. At the 
present time there are known to the trade 
four varieties of lard: 

** Kettle-rendered,’’ in which the lard is 
rendered by a steam coil in a jacket, the 
steam being at high pressure. This is com- 
posed of pure leaf, trimmings and the care- 
fully seleted pieces from the upper intes- 
tines. 

‘*Prime steam,’’ composed of three kinds 
named and the heads. The rendering is 
done with open steam in iron tanks, twelve 
feet long and six feet in diameter. 

“ Refined lard’ is the article over which 
there has been so much agitation in Con- 
gress. Thisis composed of from 15 to 25 


_ per cent. of cotton-seed oil, 10 per cent. of 


stearine and 65 to 75 per cent. of steam lard. 
The article intended for consumption in the 
South or for export to Cuba, Central or 
South America contains a larger proportion 


. of cotton-seed oil than that which is used in 
‘tthe Northern latitudes. 


. Pure leaf lard is the article as stripped 
from the slaughterer’s hog, and is sold to 
the butterine manufacturers, who separate 
the Membranus portion from it and make a 
neutral article, which enters largely into 
the composition of bogus butter. The first 
two articles are the only ones known to the 
Board of Trade and subject to its rules of in- 
spection. The head of the department was 


actively engaged in the packing business 


in this city thirty years ago, and his reputa- 
tion a8 an expert is not confined to this lo- 


cality. He is equally well-known in Boston | 


and New York. The “refined lard ” is sold 
direct to the jobber and. retailer; and is not 
known on ’change. . With-the claims for its 
wholesomeness made by the manufacturers 
the-readers are familiar, as it is only re- 

cefitly that the whole question’ was gove 
over by committees of both houses.of Con- 

gress. 


It has been charged that. steam-rendered’ 


Jard is weighted with water. The chief 
provision inspector.of the Board. cf Trade 
says that a.teacup of water in: a tierce cf 
jard will turn it sour in a sbort time. That 


there 1s a trace cf water in all commercial ! 
| uninteruptedly bright,’ because the color, 


lard is an admitted fact, but it isa mere 
trace. There is even less.in the “ refined’”’ 
article, cn account of the amalgamation of 
the lard and stearine with the cotton-seed 
ou,awhich is effected at a temperature suf- 

ficient to liquefy the first two, and therg; 
fore to vaporize the water. 


Remarkable Translation. 
A French manufacturer of cycles has 
printed a pamphlet translating the advan- 


q eye.”’ 


WINDOWS OF OF. fhe, SOUL. 


The Eyes Through ei Whiek Our wimaaits ‘ 


Are Read ani Seen. 

Some aaah gentieman has called the 

¢. “ the window of the "and at all 
| aes, ~ among nedriy ‘all people it is 
as the great feature of expres- 

is, by persons who are neither 
a@imatéurs in nor professora of that quasi- 
science pbysiognomy. These gentlemen, 
says the San Francisco. \CAronicle, devote 
their time and treatises as much te the nose 
as to the eyes, propounding rules of charac- 
ters deducted from ‘the wrinkles of fore- 
head'and warts on ‘tlie cheek, ‘writing learn- 
édly of the lineaments of the eheek, the sig- 
nification of! the’ chin, the index of the 
mouth and @. score of other diversities of 
feature. 

First, as to the eyes as. a feature in Na- 
tional physiognomy.: Lavator, when dis- 
cussing this question, gives the following 
as the result of his observations: That the 
Italians have small eyes; the .Germans 
light-colored eyes, ‘surrounded with many 
wrinkles; the English strong, open, liberal 
and steadfast eyes; and the Swiss dull eyes. 

The Laplanders, according to Buffon, have 
narrow eyes, the pupils of a yellow brown, 
inclining to a black, and the eyelids retiring 
towards the temple. ‘The eyes of the Tar- 
tars, he says; are small and sunken, the 
eyebrows large, covering theeyes, and the 
eyelids thick. The eyes of the Chinese are 
small, their eyébrows large and the eyelids 
raised. 

The New Hollander had a dull, black eye, 
thick eyebrows and eyelids’ half shut—a 
habit acquired in fancy to preserve the 
eyes from the gnats. To the Spaniard Buffon 
gives ‘“‘ good eyes,’ to the Gotlis, blue eyes, 
and to the Findlanders, heayv lids and the 
iris of a deep yellow. 

Wineckelmann holds the opinion that tbe 
shape and color of the eyes are very largely 
the result of climatic and other direct con- 
ditions. Thus, he says, the small, half- 
closed, blinking eyes of the Esquimaux are 
due to nature’s attempt to preserve the 
sight from the dry, cold air and the effusion 
of light from the snow amidst which they 
live. The small eyes ofall the distant and 
northern nations, he says in another place, 
are in consequence of the imperfection of 
their growth. It is upon the authority ofa 
philosophic writer named De Pauw that the 
Peruvian has an eye, the apple of which is 
black and the white not. very clear. 

This reminds one of the description by 
Russell 6f a Senegambian’s eye, which he 
likens to a boiled prune set ing plover’s 
egg. Another authority states that the eye 
of the Turksis devoid of passion or great en- 
terprise, but that it is eloquent in all the 
penetration of benevolent cunning. This 
writer also says that the “silent eye” of 
the Englishman ‘‘ seeks not to please ;’’ that 
the eye of the Frenchman is “‘ vivacious and 
unstable; that the Italian’s is “ ardent” 
and the Dutchman’s “half open and with- 
out thought.’’ 

Eyes have always been regarded as tribal 
indications. Tacitus, for example, describes 
the Germans as ‘“‘fierce, with blue eyes and 
red hair.”’ The Celts are described as 
swarthy and dark-eyed, the Gauls are red- 
haired and light-eyed, while the Nubians 
and Egyptians have always been spoken of 
as dark-eyed. These characteristics@have 
not apparently changed, andit may be said 
roundly that the people of the temperate 
zone have generally light-colored eyes, 
while those of the extreme zones are dark, 

Of the races, the only one that can be said 
to be light-eyed is the Caucasian, and even 
this race is by no means uniform as to color 
in its eyes. The entire human history goes 
to prove that the light-haired, blue-eyed 
races are capable of the highest degree of 
civilization, but it does not by any means 
prove that the highest degree of civilization 
is confined to the blonde races. There was 
a period when biuc-eyed persons were rare- 
ly seen, and to-day seven-eighths of the 
world’s inhabitants have dark eyes. Not 
only is the majority on the side of the dark- 
eyed, but statistics would seem to indicate 
that that majority is increasing. In a 
paper read some time ago before the Swed- 
ish Anthropological Society it was stated 
that brown eyes were becoming more com- 
mon in Switzerland, North Germany, Bel- 
gium and Sweden, and that out cf every one 
hundred sets of light-eyed parents fifty-six 
per cent. of the children had dark eyes. 

In this calculation blue gray and gray 
eyes were classified as blue, and, if there is 
any weight to be attached tothe report, it 
would show that blue eyes, even in a blue- 
eyed country, are becoming decidedly 
scarce, which ought to be good news for the 
blondes. 

It will be sequentia] here to quote a para- 
graph or two from Lavater concerning the 
color of the eyes. “The most common to 
the eyes,’’ he writes, ‘‘are the orange, yel- 
low, green, blue, gray and gray mixed with 
white. The blue and orange are most pre- 
dominant and are often found in the same 
‘Eyes supposed to be black,” says 
Buffon, “are only yellow, brown or a deep 
orange; to convince ourselves of which we 
need but look at them closely, for when 
seen ata distance or turned towards the 
light, they appear to be black, because the 
yellow brown color is so contrasted to the 
white of the eye that the. opposition makes 
it supposed black. 

‘* Eyes also of a less dark color “pass for 
black, but are not: esteemed: ¢o fine ‘as the 
other because the contrast is not so great. 
There are also yellow eyes. which do not 
appear black because the colors are not déep 
enough to be overpowered by the shade. It 
is not uncommon to perceive shades of 
orange, yellow, gray and blue in the same 
eye, and wherever blue appears, however 
smal} the tincture, it becomes the” predom- 
inant color and appears in stredksover the 
whole iris, 

“The finest eyes are those which we im- 
agine to be black or blue. Vivacity and 
fire, which are the principal characteristics 
to the eyes, are the more emitted when the 
colors are deép and contrasted than when 
shgbuly ehaced. -Black eyes “have most 
strengib ct expression and..most, vivacity ; 
But the blue have most. mildness and are 
moreiarch. in the former thefe'is aw ardor 


whicb appears to us uniform, emits« similar 
reflections every way we look at it. .But 
modifications are distinguisea in the light 
which animates blue eyes, because: there 
are various-tints of color proaucing: various 
refiections.”’ is j 


A Needle’s Protracted Journey, 


‘quickly convertible to be ridden by one, | peei 
two, three or four persons. It supplies with | 


Texas Siftings and Weekly Gazette....... ; 
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GAZETTE CLUB RATES) 


For Clubbing Purposes the WEEKLY 
GAZEFLE AND STOCKMAN makes 
the following. offer : 


Weekly Examiner and Weekly Gazette 


and Stockman, per year, 


$3.25. 
Weekly Bulletin and Weekly Gazette and 


Stockman, per year, 


$2.90. 


Daily Examiner and Weekly Gazette a1.d 


Stockman, per year, 


$7.00. 


Weekly Call and Weekly Gazette and 


Stockman, per year, 


$2.50. 
Daily Bulletin and Weekly Gazette and 


Stockman, per year, 


| $5.00. 


Godey’s Lady’s Book and Weekly Gazette . 


Godey’s Lady’s Book and Daily Gazette. . 
3 


..o 00 


Deily Call and Weekly Gazette .: ....... 


Pheee ehhh bh 
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"DEE GAZ EOL Ee: 


Book and Job Printing Oilice 


VIRGINIA S«cREET, RENO, NEVADA. 


LARGEST AND MOST COMPLETE IN THE STATE} 


Invitations, 
Programmes, 
Wedding Cards, 
Ball Tickets, 
Visiting, Cards, 
Hand Bills, 
Envelopes, _ 
Posters, &c |, 


‘very Description of Book. Work Dave with Neat- 
ness and Despatch. 


ESTIMATES FURNISHED ON Baha a seta 


Letter Heads, 

Note Heads, 
Bill Heads, 
Statements 

Rusiness Cards, 
Vouchers, 

Pay- Rolls, 

Circulars, 


We will send the Dairy Gazerre 
or Werxiy Gazerre axp Srocx- 
MAN with the San 


Daily Gazette and Daily Bulletin.$9 00 


‘Weekly Gazétté and Daily Bul- 
letin. 


Week! 
and 


Gazette and Stockman 
eekly Bulletin... .. 


eee e 2 


And any of the following valuable 
premiums: 


(The price < — premium to be add 
e subscription.) = 


Pick Out Your Combination! 


Gentleman’s Gold Watch............ $27 450 
Ladies’ Gold Watch 


Silver Watch 


Photograph Outfit. , 
Magic Lantern 
Telescope 

Microscope . 
i SEER GS eS ae 


Violin 


Rain Gauge. 


Standard Atlas 


Rifle, Winchester, center fire 


Riffe, Win¢heéter, rim fire 


Base Ba!l Outfit 
Lanip..... 


Mylo. Pei iii aw etiwetecae 


: Cype Writer. 


i og Re PEE Rp ES Te eievens 75 


Sewing Machine .. 2 ../.. ceccuacecssets wo 

The Bulletin is the leading eventng 
journal in. circulation and influence on 
the Pacifice a-t. It’ is distém uiehed for 
the br:lliancy of i:s editorial matter, aceu- 
Tracy a d ecumpicteness of its local neus, 
reviews of curreat liierutare and ar’, aud 
‘extent of forei.n Rag ag ag a ahaa 


tect Tie eas 
ly newspaper . fornin | 

4 itshes in extonso Sonerats Lge yee. : 
preme Cuurt. : 
Uwing to the differer:ce in time between. 
san. Francisco and the principal news 
centers in the East, the world’s news of 
peep giy temas Ag the Bulletin 12 


